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ALED  RURAL  DISTRICT  COUNCIL 


16  WOODLAND  ROAD  EAST, 
COLWYN  BAY. 

14th  July,  1962. 


To  the  Chairman  and  Members 

of  the  Aled  Rural  District  Council. 

Mr  Chairman  and  Gentlemen, 

1 present  herewith  my  report  on  the  health  of  the  residents 
in  your  area  during  1961. 

It  complies  with  the  requirements  of  the  Minister  of  Health 
(Circular  1/62  Wales). 

There  is  no  spectacular  event  to  report.  1961  was  a year  of 
steady  effort  to  correct  details.  In  housing,  improvement 
grants  have  raised  twenty-seven  houses  to  a good  state,  at  a 
cost  of  £6,948  in  grants  (22  discretionary  and  5 standard). 
Housing  in  Aled  is,  on  the  whole,  satisfactory,  but  we  still 
find  houses  that  require  treatment.  At  the  moment  we  know 
of  about  two  dozen  houses  that,  sooner  or  later,  will  call  for 
attention — our  standards  are  rising,  and  some  houses  are 
occupied  by  elderly  folk.  One  woman  claims  to  have  lived  in 
her  house  for  over  fifty  years  and  is  happy  and  reasonably 
comfortable  there.  To  force  her  removal  would  be  vicious. 

The  water  mains  are  being  taken  to  more  and  more  isolated 
homes  and  water  supply  improving. 

Rufuse  collection  is  difficult,  but  is  being  well  done. 
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Immunisation  against  smallpox,  diphtheria,  whooping 
cough,  tetanus,  poliomyelitis  and  tuberculosis  is  being  pressed 
and,  in  1961,  the  acceptance  rate  was  better  than  in  1960 — 
although  not  yet  as  good  as  I would  like. 

On  the  whole,  I feel  that  the  Aled  Council  has  faced  up  to 
its  responsibilities  and  that  their  detailed  fulfilment,  which 
falls  on  the  Officials,  is  being  humanely  but  firmly  achieved. 
In  this  the  tact  and  energy  of  Mr.  Levesley  is  a factor  of 
importance. 

May  I thank  you,  Mr.  Chairman,  and  all  the  members  of 
the  Council,  for  the  support  and  example  we  have  been  given. 

Yours  sincerely, 

WM.  McKENDRICK, 

Medical  Officer  of  Health. 
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ALED  RURAL  DISTRICT 


VITAL  STATISTICS. 

Area  in  Acres 62,206 

Population: — 

(.a.)  Census  1951  7,054 

(b)  Registrar  General’s  Estimate  (mid-1961)  6,580 

Number  of  Inhabited  Houses  2,266 

Rateable  Value  £55,273 

Sum  represented  by  a penny  rate  £212 

LIVE  BIRTHS. 

Aiaie  Telltale  Total 

Total  49  ...  52  ...  101 

Legitimate  47  ...  48  ...  95 

illegitimate 2 ...  4 ...  6 

Birtn  Rate  per  1,000  population  : — 

(a)  Crude  15.3 

(b)  Corrected  16.8 

Comparability  factor  for  Births  1.10 

Illegitimate  Birth  Rate  (per  cent,  of  total  births) 5.9 

STILL  BIRTHS. 

Male  Female  Total 

Legitimate  1 ...  1 ...  2 

Still-Birth  Rate  per  1,000  total  live  and  still-births 19.8 

INFANT  DEATHS. 

Male  Female  Total 

Legitimate  2 ...  — ...  2 

i niant  Deaths  per  1,000  total  live  births 19.8 

miant  Deaths  per  1,000  legitimate  live  births  21.0 

One  infant  died,  aged  30  minutes,  of  immaturity. 

One  infant  died,  aged  5 months,  of  broncho-pneumonia. 

EARLY  NEO-NATAL  AND  NEO-NATAL  MORTALITY  RATES. 

Deaths  under  1 week  per  1,000  live  births 9.9 

PERI-NATAL  MORTALITY  RATES. 

Still-births  and  deaths  under  one  week  combined  per 
1,000  live  and  still-births 38.8 

MATERNAL  MORTALITY. 

Nil. 

DEATHS. 

Male  Female  Total 

Deaths  40  ...  24  ...  64 

Death  rate  per  1,000  population: — 

(a)  Crude 9.7 

(b)  Corrected 10.47 

Comparability  factor  for  deaths  0.08 
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The  following  table  shows  the  chief  vital  statistics  for  the 
past  eight  years  : — 


1954 

1955 

1956 

1957 

1958 

1959 

1690 

1961 

Population  

7060 

7030 

6990 

6930 

6930 

6940 

6880 

6580 

Live  Births  

90 

81 

86 

91 

102 

96 

102 

101 

Birth  Rate  

14.1 

12.7 

13.6 

14.4 

16.3 

13.8 

14.9 

15.3 

.Still-births  

3 

2 

0 

2 

3 

1 

0 

2 

Still-birth  Rate... 

0.43 

0.28 

0.00 

0.28 

0.28 

0.14 

0.00 

*19.8 

Deaths 

74 

90 

69 

76 

68 

52 

57 

64 

Death  Rate  

ro.3 

12.6 

10.6 

11.7 

10.6 

8.1 

9.8 

9.7 

infant  Deaths  ... 

1 

2 

3 

0 

3 

2 

1 

2 

Infant  Death  Rate 

11 

25 

35 

0 

29 

20 

9.8 

19.8 

♦Method  of  calculation  changed  to  rate  per  1,000  births. 


Again  the  estimated  population  has  fallen.  Births  exceeded 
deaths  by  37  and  the  number  of  inhabited  houses  has  increased. 
New  houses  have  been  built  and  dilapidated  houses  have  been 
renovated.  There  are,  of  course,  many  of  these  renovated 
houses  which  are  only  used  at  week-ends  and  during  holidays 
■ — their  tenants  do  not  rank  as  residents  in  the  Aled. 


The  causes  of  death  were : — 


Disease 

Male 

Female 

Total 

Syphilitic  disease  

1 

1 

Intective  disease  

1 

— 

1 

cancer — (a)  Stomach 

2 

1 

3 

(b)  Lung  

1 

...  

1 

(c)  Breast  

— 

1 

1 

(d)  Other  

6 

1 

7 

(e)  Leukaemia  ... 

— 

3 

3 

Vascular  disease  of  ner- 
vous system 

4 

5 

9 

Coronary  disease  

10 

2 

12 

Hypertension  

1 

1 

2 

Other  heart  disease  

2 

2 

4 

Other  circulatory  disease... 

2 

— 

2 

Influenza  

1 

...  

1 

Pneumonia  

3 

1 

4 

Bronchitis  

2 

2 

4 

Enteritis  

— 

1 

1 

Congenital  malformation... 

1 

— 

1 

Other  diseases  

1 

2 

3 

Accidents  (non-motor)  ... 

1 

2 

3 

Suicide 

1 

...  

1 

Total  ... 

40 

24 

64 
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There  were  57  deaths  in  1960 — causes  were  essentially 
similar. 

The  ages  at  which  deaths  occurred  were : — 


Age 

Male 

Female 

Total 

0—1  

2 



2 

1—24 

1 

2 

3 

25—34  

— 

1 

1 

35—54  

3 

4 

7 

55—64  

4 

3 

7 

65  and  over  

29 

11 

40 

39 

21 

*60 

*This  total  does  not  agree  with  the  total  of  64  credited  to  Aled  by  the 
Registrar  General.  The  difference  probably  lies  in  differences  in  alloca- 
tion— locally  and  centrally. 


65  per  cent,  of  the  deaths  concerned  persons  over  65  years 
or  age. 


The  deaths  were  distributed  amongst  the  areas  thus : — 


Abergele  

liylchau  

Jietws-yn-Rhos 

Cefn 

Gian  Conway 

Groes  

hlanelian 

Llanfair  T.H 

Llansannan  

Ldannefydd  

Trefnant  

Trofarth 


Male  female  iotai 


4 

2 

2 

2 

11 

2 

1 

3 

3 

2 

6 

1 


39 


1 

1 

1 

5 

2 

2 

1 

3 
1 

4 


21 


5 
3 

3 
2 

16 

4 

3 

4 

6 

3 

10 

1 


60 


GENERAL  PROVISIONS  OF  HEALTH  SERVICES  IN  THE  AREA. 

(1)  Laboratory  Services. 

(a)  Bacteriological:  The  Public  Health  Laboratory  at  Bryn 
Llyfryd,  Conway,  is  one  of  a chain  of  Centres  established  by 
the  Ministry  of  Health  throughout  England  and  Wales  to  co- 
ordinate and  disseminate  information  useful  to  Medical  Officers 
in  the  tracing  and  controlling  of  infection.  At  Conway,  Ur. 
Kingsley  Smith  and  his  staff  have  proved  most  helpful.  They 
test  water,  milk,  ice-cream,  suspected  foods,  throat  swabs  and 
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faeces  from  sick  persons  and  persons  handling  food,  and  any 
other  samples  we  send  them.  Their  reports  are  given  rapidly 
and  helpfully. 

During  1961,  159  specimens  were  sent  from  Aled.  46  samples 
of  water,  9 milk  samples,  15  ice-cream  samples,  7 throat 
swabs,  75  specimens  of  faeces  and  7 others. 

(b)  Prophylactic  and  Therapeutic  Agents:  Smallpox  vac- 
cine lympth  and  gamma  globulin  are  stocked  at  the  Public 
Health  Daboratory,  Conway. 

Typhus  vaccine,  rabies  vaccine  and  anthrax  vaccine,  for 
prophylactic  use  only,  are  held  at  the  Public  Health  Labora- 
lory,  126  Mount  Pleasant,  Liverpool  (Tel.  Royal  3636). 
Anthrax  vaccine  tor  therapeutic  use  is  held  at  the  Lazakerley 
Hospital,  Liverpool  (Tel.  Aintree  2o24).  (24-hour  service). 

Snake  anti-venum  and  Botulinus  anti-serum  are  held  at  the 
C.  & A.  Hospital,  Bangor  (Tel.  Bangor  3321).  (24-hour  ser- 
vice). 

Anti-yellow  fever  vaccine  is  obtainable  at  the  Regional 
Blood  Transfusion  Centre,  Halton  Cardens,  Liverpool  ^ i el. 
Central  84oo ),  and  inoculations  are  given  by  appointment  only. 

Anti-cholera,  anti-tetanus,  diphtheria  and  whooping  cough 
vaccine  must  be  obtained  through  the  usual  trade  channels. 

Anti-vaccine  for  tropical  snakes  is  held  only  at  the  Dispen- 
sary, Royal  South  Hants,  and  Southampton  Hospital,  South- 
ampton (Tel.  Southampton  26211)  (24-hour  service). 

Women  exposed  to  German  Measles  during  the  early  months 
of  pregnancy  should  receive  an  injection  ot  Gamma  Globulin 
as  the  German  Measles  germ  can  cause  her  baby  to  be  grossly 
malformed.  Gamma  Globulin  can  minimise  this  danger. 

(c)  Pathological  and  Biochemical:  Doctors  may  send  speci- 
mens likely  to  help  in1  the  diagnosis  and  treatment  of  disease 
to  the  Royal  Alexandra  Hospital,  Rhyl,  when  the  Pathologists 
and  Biochemists  will  examine  them  and  report. 

(2)  Water. 

(d)  Bacteriological:  Specimens  taken  with  aseptic  precau- 
tions are  sent  by  the  Public  Health  Inspector  to  the  Public 
Health  Laboratory,  Conway.  There  they  are  tested  for  bac- 
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terial  content.  Bacteria  may  enter  at  any  stage  in  the  collec- 
tion, storage  or  distribution  of  water,  and  could  cause  acute 
disease.  These  tests  are  done  to  supervise  the  distribution  and 
to  find  short-lived  and/or  local  contamination. 

(e)  Chemical:  Chemical  analysis  is  undertaken  to  find  if 
chemicals  exist  in  the  water,  e.g.,  lead,  iron,  lime,  chlorine 
from  urine,  nitrates,  etc.,  from  excreta.  This  is  especially 
necessary  when  the  water  is  exceptionally  soft — as  was  the 
water  from  Cowlyd  until  calcium  salts  were  added  in  1961. 
Until  then,  water  from  lead  pipes  did  dissolve  some  lead — 
especially  hot-water  pipes.  I give  herewith  the  analysis  of 
ihree  waters — Cefn,  Gian  Conway  and  Llansannan,  taken  in 
January,  1961.  None  of  them  show  any  objectionable  content, 
although  the  Gian  Conway  water  was  very  soft.  In  one  house 
m Gian  Conway,  analysis  showed  that  lead  could  be  found  in 
the  first  water  drawn  off  from  the  hot-water  pipes  in  the 
early  morning. 


Report  upon  the  analysis  of  three  samples  of  water,  received  at  the 
Chester  Laboratory  on  the  13th  January,  1961. 

Samples  marked  (1)  taken  from  Trefnant  from  tap  in  house,  12/1/61. 
Weather  dry.  (2)  Taken  from  Gian  Conway  School  direct  from  tap. 
Weather  dry.  (3)  Taken  from  Llansannan  Council  Houses.  Weather  dry. 


Analysis No.  1 No.  2 No.  3 


Appearance  

Odour  

Reaction  

pHs  

total  solids 

lNitrogen  as  free  & saline  ammonia 
Nitrogen  as  albuminoid  ammonia... 

Nitrogen  as  nitrites  

Nitrogen  as  nitrates 

Chlorides  as  Cl  

Oxygen  absorbed  from  permanganate 

in  4 hrs.  at  27°C 

Total  hardness  

Temporary  hardness  

Permanent  hardness  

Alkalinity  

Free  chlorine  

Potassium  as  K 

Poisonous  metals  

Anionic  synthetic  detergents  

Free  carbon  dioxide 


clear  and 

clear  and 

clear  and 

colourless 

colourless 

colourless 

Nil 

Nil 

Nil 

6.9 

6.95 

6.95 

6.95 

7.0 

7.1 

169 

26 

127 

0.10 

0.12 

0.08 

0.06 

0.06 

0.00 

Negl. 

Negl. 

Negl. 

2.0 

0.00 

0.00 

22 

9.0 

14.0 

0.75 

1.7 

0.25 

75 

19 

39 

38 

8 

39 

37 

11 

0 

38 

8 

44 

Nil 

Nil 

Nil 

1.6 

0.2 

0.4 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

9.0 

Trace 

8.0 

(Signed  for  Ruddock  & Sherratt), 

R.  SINAR. 
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I am  indebted  to  Mr.  J.  M.  Campbell,  B.Sc.  (Tech.), 
A.M.I.C.E.,  A.M.I.W.E.,  the  Engineer  to  the  Conway  and 
Colwyn  Ray  Joint  Water  Board,  for  the  following  report 


The  following  are  the  records  of  the  Rainfall  at  Lake  Cowlyd]  and  the 
Consumption  of  Water  within  the  Parish  of  Llansantffraid  (Gian  Con- 
way) during  the  year  1961:  — 

RAINFALL. 


No.  of  days  with 


Month 

inches 

0.01  in.  or  rr 

January  

9.91 

21 

February  

8.48 

17 

March  

2.24 

12 

April  

7.36 

21 

May 

4.29 

14 

June  

2.21 

16 

July 

6.41 

22 

August 

10.20 

24 

September 

8.73 

20 

October  

12.50 

28 

November  

8.13 

13 

December 

9.49 

12 

Total 

89.95 

220 

CONSUMPTION  OF  WATER. 


January  ... 
February  . 
March  ...  . 

April  

May 

June 

July  

August  ... 
September 
October  ... 
November 
December 


1.798.000 

1.596.000 

1.426.000 

1.386.000 

1.693.000 

1.563.000 

1.693.000 

1.426.000 

1.674.000 

1.553.000 

1.530.000 

1.708.000 


Total 


19,046,000 


These  figures  include  a supply  to  Llanelian-yn-Rhos  drawn  from  Gian 

Conway  mains. 

(f)  Food  and  Drugs  are  analysed  at  the  Public  Analyst’s 
Laboratory,  Flag  Lane,  Warrington,  at  the  request  of  the 
Food  and  Drugs  Inspector.  The  following  report  has  been 
given  me  by  the  Chief  Inspector  under  the  Food  and  Drugs 
Acts  for  Denbighshire: — 
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Particulars  of  samples  taken  under  the  Food  and  Drugs  Act  in  ALED 
RURAL  DISTRICT  during  thte  year  ended  31st  December,  1961:  — 


Not  Genuine,  or 

Article  No.  taken  Genuine  Sub-standard 


Milk  12  ...  10  ...  2 

Butter 2 ...  2 ...  — 

Jam 1 ...  1 ...  — 

Mincemeat  1 ...  1 ...  — 

Sausages 1 ...  1 ...  — 

Beer  1 ...  1 ...  — 

Cream  of  Tartar  ...  1 ...  1 ...  — 


Totals 19  ...  17  ...  2 


The  two  samples  of  milk  which  are  shown  in  the  Table  as  “ Not 
Genuine  ” were  samples  “ taken  on  delivery  ” of  milk  in  churns  which 
a farmer  was  sending  to  a Wholesale  dairy.  Both  churns  were  found  to 
contain  a percentage  of  added  water  and  legal  proceedings  were  institu- 
ted in  respect  of  these  samples,  resulting  in  the  farmer  being  fined. 

All  other  samples  were  certified  by  the  Public  Analyst  to  be  genuine 
and  free  from  all  prohibited  preservatives  and  colouring  matter. 

(Signed)  THOS.  H.  EVANS, 

17  Vicarage  Hill,  Chief  Inspector, 

Wrexham.  County  of  Denbigh. 

12th  April,  1962. 


(g)  Chlorine  Tests  for  Water:  Chlorine  is  added  to  water 
to  kill  bacteria.  It  is  also  absorbed  by  other  organic  matter. 
Normally  the  chlorine  has  disappeared  from  the  water  before 
it  reaches  taps.  To  find  whether  enough  or  too  much  is  added, 
the  Engineer  and  his  staff  test  for  chlorine. 

(h)  Milk  Supplies:  Milk  is  tested  for  dirt,  added  water,  etc., 
by  the  Food  and  Drugs  Officer  to  the  County  Council;  and  for 
bacterial  contamination  by  the  County  Public  Health  Inspec- 
tor. The  latter  does  his  sampling  at  farms  and  processing 
Dairies.  I believe  that  the  correct  procedure  is  to  test  the  milk 
as  it  is  delivered  to  the  consumer.  Mr.  Levesley  took  9 such 
samples  in  1961. 


AMBULANCE  FACILITIES. 

Ambulances  are  provided  by  the  County  Council  for  persons 
who  are  certified  by  a doctor  or  hospital  Registrar.  Ambulances 
are  stationed  as  follows: — 
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Denbigh 2 

Llangernyw 1 

Llanrwst 1 

Abergele  1 

Colwyn  Bay 4 
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There  are  two  “ reserve  ” vehicles,  useful  only  in  the  case  of 
mechanical  breakdown.  These  are  at  Colwyn  Bay. 

The  day-to-day  administration  of  the  Ambulance  Service  is 
my  responsibility. 


NURSING  IN  THE  HOME. 

(1)  Nurses  are  provided  by  the  County  Council  for  treat- 
ment of  sick  persons  at  home.  These  nurses  act  on  the 
instructions  of  family  doctors. 

(2)  Home  Helps  are  women  sent  to  help  in  the  management 
of  homes  while  the  housewife  is  incapacitated.  They  are  pro- 
vided by  the  County  Council  and  are  supervised  by  the  Health 
Visitors.  This  service  is  not  free— a charge  is  made  according 
to  a scale  based  on  income.  Nor  is  it  unlimited.  The  service  is 
only  intended  to  be  provided  during  temporary  incapacity — 
not  as  a permanent  help  to  all  and  sundry. 

CLINICS. 

(a)  At  Colwyn  Bay  Clinic,  Nant-y-Glyn  Road: 

Monday — (1)  Family  Planning:  This  is  provided  by  a 
voluntary  committee,  but  meets  in  the  Clinic  premises 
and  co-ordinates  its  work  with  other  work  of  the 
Health  Department. 

Tuesday — (2)  Child  Welfare  Centre:  Every  week  at  2 
p.m 

Wednesday — (3)  Ear,  Nose  and  Throat  Clinic  for  school 
children,  by  appointment. 

(4)  Ophthalmic  Clinic  for  school  children,  by  appoint- 
ment. 

Thursday — (5)  Orthopaedic  Clinic  at  10  a.m.,  alternate 
weeks. 

Friday — (6)  Toddlers’  Clinic  at  2 p.m.,  by  appointment 
made  at  the  Tuesday  Clinic  or  through  the  Health 
Visitors. 
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(b)  At  Llysfaen,  Church  House: 

Monday — Child  Welfare  Clinic:  First  and  third  Monday 
each  month  from  2 — 4 p.m. 

(c)  At  Mochdre  Village  Hall: 

Monday — Child  Welfare  Clinic:  Second  and  fourth  Mon- 
day each  month  from  2 — 4 p.m. 

(d)  At  Gian  Conway  Church  House: 

Monday — Child  Welfare  Clinic:  Second  and  fourth  Mon- 
day each  month  from  2 — 4 p.m. 

(e)  At  Llanddulas  (Beiulah  Schoolroom): 

Monday — Child  Welfare  Clinic:  First  Monday  each  month 
at  2 p.m. 

(f)  At  Church  House,  Elwy  Road,  Rhos-on-Sea: 

Tuesday— Child  Welfare  Clinic:  Second  and  fourth  Tues- 
day each  month  from  10.30 — 12  noon. 

(gj  At  Llansannan: 

Thursday — Child  Welfare  Clinic:  Second  Thursday  in 
each  month  at  2 p.m. 

(h)  At  Pentre  Mawr,  Abergele: 

Thursday — Child  Welfare  Clinic:  Every  Thursday  at  2 p.m. 

(i)  At  Middle  Lane  Clinic,  Denbigh: 

Wednesday — Child  Welfare  Clinic  at  10  a.m.  and  1 p.m. 
Orthopaedic  Clinic  at  10  a.m.  on  1st  and  3rd  Wednesdays. 

DAY  NURSERY. 

There  is  no  Day  Nursery  in  the  area. 

IMMUNISATION. 

(a)  Smallpox:  Forty-five  children  received  a primary  vacci- 
nation against  smallpox  and  6 persons  had  a booster  dose.  In 
1960,  47  children  were  vaccinated. 

(b)  Diphtheria,  Tetanus  and  Whooping  Cough:  Sixty-one 
children  received  primary  inoculations  and  176  received  booster 
doses.  These  figures  do  not  show  a satisfactory  acceptance 
rate.  Only  6 of  every  10  children  are  protected — in  other 
words,  hundreds  of  children  are  vulnerable. 
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(c)  Poliomyelitis:  Two  hundred  and  ten  persons  completed 
the  course  of  injections  necessary  to  protect  against  polio- 
myelitis, and  385  received  booster  doses.  This  is  an  improve- 
ment on  the  previous  year,  when  only  118  were  given  the 
primary  course.  1 have  visited  all  Parishes  three  or  four  times 
and  many  who  should  have  returned  for  second  and  third 
injections  failed  for  some  reason  to  do  so. 


The  following  table  shows  the  state  of  the  Tuberculosis 
Register  at  the  beginning  and  end  of  the  year: — 


On  Register  1/1/Cl. 


Pulmonary : 

Male  23 

Female  24 

Non-Pulmonary : 

Male  2 

Female 4 

Total  53 


On  Register  30/12/6 1. 


Pulmonary : 

Male  20 

Female 17 

Non-Pulmonary : 

Male  1 

Female  5 

Total  43 


WATER  SUPPLIES. 

Bacteriological  Examinations:  The  water  supply  was  satis- 
factory in  quality  and  quantity. 

Bacteriological  examinations  continue  to  be  carried  out  as 
routine  and  details  of  these  results  are  appended. 

Piped  Water  Supply:  The  position  regarding  the  provision 
of  piped  water  supply  in  each  of  the  Parishes  is  as  follows. — 


tr  ~ i 


Parish 

No.  of  houses  witl 
main  supplies  dir 
ect  to  house 

No.  of  propertie 
dependent  o: 
stand-pipes  co.i 
nected  to  main 

Bylchau  

...  105 

_ 

Cefn 



Llannefydd  . . 

HO 

1 

Llansannan  

185 

15 

Trefnant  

248 

Abergele  Rural  

8 



Betws-yn-Rhos  

. ...  83 

A 

I.'anfair  T il 

149 

7 

(Tan  Conway  

479 

4 

Uanelian  

58 

1 
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Plumbo  Solvency:  Thirteen  samples  were  taken  during  the 
year  from  the  main  supply  at  Gian  Conway  for  examination 
by  the  Public  Analyst  for  determination  of  pH  value  and  the 
effect  of  the  water  on  lead  pipes. 

Investigations  were  also  carried  out  by  the  engineer  to  the 
Cowlycl  Board  and,  as  a result,  treatment  of  the  water  is  now 
being  carried  out  to  adjust  the  pH  value  of  the  water.  The 
water,  without  adequate  treatment,  is  alkaline,  soft  and,  in 
contact  with  lead  service  pipes,  can  be  plumbo-solvent. 

BACTERIOLOGICAL  EXAMINATION  OF  PRIVATE  WATER 

SUPPLIES. 


Number  of  samples  taken  from  private  supplies  2 

Number  of  above  giving  satisfactory  results  2 

Number  of  private  supplies  investigated 9 
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EXAMINATION  OF  PUBLIC  WATER  SUPPLIES. 
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Plate  Count  Prob.  No  B.  Coli 

Hate  Sampled,  and  Yeastral  Agar  2 MacConkey  2 Prob  No  F 

Name  of  Supply  days  at  37  deg.  days  37  deg.  C.  Coli  per  100  Remarks 
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DRAINAGE  AND  SEWERAGE. 


The  new  sewerage  syestem  in  the  Allt  Goch  area  of  Tref- 
nunt  was  completed  during  the  year.  This  has  enabled  some 
3b  houses  on  septic  tank  drainage  to  be  connected  to  main 
sewerage,  and  has  also  permitted  the  development  of  a new 
private  housing  estate. 


There  are  no  major  sewerage  requirements  left  in  the  rural 
area.  Improvements  to  the  existing  sea  outfall  system  at  Gian 
Conway  will  be  required,  but  so  far  the  present  system  has  not 
given  rise  to  any  complaint.  Small  systems  of  disposal  have, 
irom  time  to  time,  given  rise  to  complaints.  Generally  such 
complaints  are  due  to  sewage  tanks  not  being  emptied 
frequently  enough. 

Details  of  chemical  analysis  of  sewage  effluents  are 
appended. 


Report  of  Analysis  of  sample  of  effluent  taken  from  the  Llanfair 
Talhaiarn;  Sewage  Works  on  the  7th  February,  1961.  Weather  con- 
ditions: dry. 


Appearance  Clear  and  odour- 

less 

Odour  ^ Nil 

Reaction  pH 6.4 

Parts  per  million: — 

Total  solids  147 

Suspended  solids — total  28 

Suspended  solids — mineral 16 

Nitrogen  as  free  and  saline  ammonia  2.4 

Nitrogen  as  albuminoid  ammonia  0.48 

Nitrogen  as  nitrites  Trace 

Nitrogen  as  nitrates  2.25 

Chlorides,  as  Cl  19 

Oxygen  absorbed  from  permanganate  in  4 hours 

at  27° C 2.3 

Bio  chemical  oxygen  demand  in  5 days  at  20°C.  ...  3.7 

Alkalinity  48 

Free  Chlorine  Nil 

Anionic  synthetic  detergents  0.4 

Methylene  blue  test  Satisfactory 

(stable  for  5 days) 


Opinion  : The  condition  of  the  effluent  is  satisfactory. 
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Report  on  Analysis  of’  sample  of  sewage  effluent  from  Llansannan 
Works  taken  on  the  7th  February,  1961.  Weather  conditions:  dry. 


Appearance  Clear  and  odour- 

less 

Odour  ...  Very  slightly 

earthy 

Reaction  pH 6.5 

Parts  per  million: — 

Total  solids  76 

Suspended  solids — total  15 

Suspended  so.lids — mineral Less  than  10 

Nitrogen  as  free  and  saline  ammonia  0.96 

Nitrogen  as  albuminoid  ammonia  0.48 

Nitrogen  as  nitrites Trace 

Nitrogen  as  nitrates  4.5 

Chlorides,  as  Cl  19 

Oxygen  absorbed  from  permanganate  in  4 hours 

at  27°C 1.9 

Bio  chemical  oxygen  demand  in  5 days  at  20°C.  ...  3.2 

Alkalinity  32 

Free  Chlorine  Nil 

Anionic  synthetic  detergents  0.1 

Methylene  blue  test  Satisfactory 

(stable  for  5 days) 


Opinion : The  condition  of  the  effluent  is  satisfactory. 

Report  of  Analysis  of  sewage  effluent  from  Trefnant  Sewage  Works 
taken  on  the  7th  February,  1961.  Weather  conditions:  dry. 


Appearance  Slight  deposit, 

yellow1  brown, 
slightly  turbid 

Odour Slightly  earth/ 

Reaction  pH 7.6 

Parts  per  million  : — 

Total  solids  395 

Suspended  solids — total  30 

Suspended  solids — mineral 20 

Nitrogen  as  free  and  saline  ammonia  0.11 

Nitrogen  as  albuminoid  ammonia  ...  0.28 

Nitrogen  as  nitrites  Trace 

Nitrogen  as  nitrates  5.0 

Chlorides,  as  Cl  28 

Oxygen  absorbed  from  permanganate  in  4 hours 

at  27°C 5.6 

Bio  chemical  oxygen  demand  in  5 days  at  20°C.  ...  2.1 

Alkalinity  210 

Free  Chlorine  Nil 

Anionic  synthetic  detergents  0.05 

Methylene  blue  test  Satisfactory 

(stable  for  5 days) 

Copper  0.06 


Opinion:  The  condition  of  the  effluent  is  satisfactory. 
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REFUSE  COLLECTION. 


Collections Fortnightly 

Number  of  Ashbins  collected 1,610 

Total  mileage  covered 12,144 

Total  cost  of  Service £2,753 

Number  of  vehicles  employed 1 

Number  of  tip  sites 1 


The  demand  for  refuse  collection  continues  to  grow  and 
the  present  organisation  is  stretched  to  its  limits,  especially 
during  summer  months,  when  the  caravan  sites  are  occupied. 
Casual  labour  has  to  be  engaged  with  increasing  frequency, 
and  if  the  demands  on  the  service  continue  to  grow  at  the 
present  rate,  attention  will  have  to  be  given  to  engaging 
lurther  collectors. 

The  need  for  a new  tip  site  is  becoming  more  apparent,  but 
in  spite  of  the  large  area  available  in  the  rural  area,  no  suitable 
site  has  yet  been  found. 

The  number  of  ashbins  collected  and  referred  to  above 
excludes  the  collections  from  hospitals,  schools  and  caravan 
sites  which,  in  the  summer,  account  for  some  150  to  200 
additional  ashbins  weekly. 


MILK  SUPPLIES. 


Number  of  visits  and  inspections  18 

Samples : — 

(i)  Bacteriological 6 

(ii)  Biological 1 


The  above  samples  were  satisfactory. 

Cne  complaint  only  was  received  during  the  year  in  con- 
nection with  milk  supplied  in  the  district. 

ICE  CREAM. 


Number  of  Premises  Registered  for  Sale  of  Ice  Cream  ...  25 

Number  of  Premises  registered  for  the  Manufacture  Nil 

Number  of  Samples  bacteriologically  examined  14 


All  the  above  were  Grade  1. 

FOOD  SHOPS  AND  LICENSED  PREMISES. 


Number  of  Food  Shops  

Number  of  Licensed  Premises 
Number  of  Licensed  Clubs  ... 
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32 

12 
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FOOD  AND  DRUGS  ACT,  1955,  AND  FOOD  HYGIENE 
REGULATIONS. 

Shops:  Attention  is  again  being  given  to  shops  which  do 
not  comply  with  the  above  regulations.  The  majority  of  food 
shops  now  comply  in  all  respects.  A small  number,  mostly 
those  where  there  has  been  no  mains  electricity,  have  still 
not  complied  with  the  requirements  regarding  provision  01 
conveniently  accessible  sinks  and  wash-hand  basins  with  hot 
and  cold  water  supply.  Action  in  this  respect  has  been  defer- 
red pending  the  supply  of  mains  electricity  in  certain  areas. 
This  supply  is  becoming  available  to  all  food  shops  and  there 
will  be  no  reason  why  the  provisions  of  the  regulations  can- 
not be  economically  complied  with. 

Unsound  Food:  29  tins  of  various  meat  products,  2 tins  of 
fruit,  and  12  lbs.  of  sausage  were  voluntarily  surrendered  as 
being  unfit  for  food.  No  complaints  were  received  regarding 
unfit  food  sold  to  the  public. 


SCHOOLS. 


Number  of  Primary  Schools  12 

Number  of  Private  Schools 2 

Conditions  at  the  schools  in  the  area  remain  as  last  year. 
Two  primary  schools  have  no  mains  water  supply  nor  water- 
borne sanitation.  Apart  from  these  two  schools  conditions  are 
satisfactory. 


CARAVAN  SITES  AND  CONTROL  OF  DEVELOPMENT  ACT,  1960. 


Caravans  and  Caravan  Sites — Aled  Area:  Since  the  incep- 
tion of  the  Act,  Licences  have  been  issued,  for  392  caravans, 
comprising : — 


Sites  Caravans 

Llannefydd  1 ...  56 

Gian  Conway  3 ...  56 

Abergele  Rural  5 ...  71 

Betws-yn-Rhos 2 ...  154 

Llanfair  T.H 3 ...  22 

Bylchau  1 ...  30 

15  389 
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Time  Limited  Licences:  — 


Trefnant •„ 1 ...  1 

Llaniair  T.H 1 ...  i 

Llanelian  1 ...  1 


18  392 

Less — 

Trefnant  Time  Limited  Licence 

renewed  1961  1 ...  1 

17  391 


In  addition  to  the  above,  there  are  some  300  caravans  on 
sites  not  yet  licensed. 

Sites  generally  were  well  conducted  during  the  year.  Site 
operators  have  made  every  effort  to  comply  with  the  require- 
ments of  the  Act  and  the  conditions  laid  down  in  the  sue 
licences.  It  was  necessary  in  two  cases  to  serve  notices  in 
connection  with  the  occupation  or  caravans  outside  the  per- 
mitted period. 

the  policy  of  relying  on  chemical  sanitation,  as  laid  down 
in  the  Council's  conditions,  seems  to  be  satisfactory.  The  only 
complaint  received  during  the  year  was  in  connection  with 
septic  tank  drainage.  The  cause  ot  complaint  was,  however, 
immediately  removed  when  the  sites  owner's  attention  was 
drawn  to  it. 

Soakaways  for  waste  water  have  been  satisfactory.  It  is 
possible  that  as  numbers  increase,  it  will  be  necessary  to 
recommend  to  the  Council  that  licence  conditions  he  changed, 
but  so  far  there  is  no  reason  to  anticipate  the  need  lor  any 
change. 


Number  of  Inspections  in  connection  with  Caravans 102 

btatutory  Notices  served  2 

statutory  Notices  complied  with  2 


Three  caravans  were  occupied  as  permanent  residences 
during  the  year.  Two  of  these  are  occupied  by  site  caretakers 
on  licensed  sites,  and  one  for  a limited  period  which  has  now 
expired. 

There  is  a considerable  movement  of  single  caravans 
throughout  the  area,  but  action  is  taken  as  soon  as  these  are 
found  to  remain  on  a site  for  longer  than  the  permitted  period. 
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SLAUGHTERHOUSES. 

Food  & Drugs  Act,  1955.  Slaughterhouses  Act,  1958. 


Number  of  Licensed  Slaughtermen 8 

Number  of  Licensed  Slaughterhouses 2 

Number  of  Knacker’s  Yards  1 

RODENT  DESTRUCTION. 

Total  Number  of  Farms  inspected  during  course  of  year  ...  569 

Total  of  all  other  types  of  Properties  inspected  124 

Total  Inspections 693 

Major  Infestations  found  and  treated  66 

Minor  Infestations  treated 50 


AGRICULTURE  (SAFETY,  HEALTH  & WELFARE) 
PROVISIONS  ACT,  1956. 

No  action  was  necessary  in  connection  with  the  health 
provisions  of  this  Act. 

COMPLAINTS  RECEIVED. 

One  hundred  and  one  complaints  were  received  during  the 
year.  These  were  dealt  with  without  recourse  to  statutory 
action,  with  one  exception,  where  a notice  had  to  be  served 
under  Section  39  of  the  Public  Health  Act,  1936.  This  also  was 
complied  with. 


HOUSING. 

GENERAL. 

There  is  no  housing  problem  at  present  in  the  rural  district. 
Inevitably  there  are  people  who  continue  to  require  housing, 
but  their  need  is  being  met  by  filling  casual  vacancies  which 
take  place  from  time  to  time  in  existing  council  houses. 

There  continues  to  be  a steady  improvement  in  housing 
conditions  in  existing  houses.  The  problem  of  effecting  sub- 
stantial improvements  in  isolated  small  holdings  remains.  The 
grants  towards  improvement  costs  made  by  the  Ministry  of 
Agriculture  and  the  Council  towards  the  cost  of  modernising 
such  properties  has  resulted  in  a substantial  improvement, 
but  there  is  a residue  of  properties  which  offer  little  chance 
of  improvement.  These  are  the  houses  which  should  be  dealt 
with  under  the  provisions  of  Section  16  of  the  Housing  Act, 
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1957,  but  which  present  difficulties  when  the  question  of  re- 
housing arises.  It  is  hoped  to  complete  a revised  rural  housing 
survey  which  will  reveal  the  extent  of  this  problem  and  will 
show  the  progress  made  since  the  original  survey  was  carried 
out  ten  years  ago. 

APPLICATIONS  FOR  COUNCIL  HOUSES 

Reports  in  connection  with  applications  for  Council  houses 
have  been  made  from  time  to  time.  These  reports  are  meant 
to  assist  the  Council  in  awarding  points  were  these  can  be 
claimed  as  a result  of  unsatisfactory  housing  conditions  or 
where  consideration  on  medical  grounds  is  claimed. 


IMPROVEMENT  GRANTS. 

Applications  for  improvement'  grants  continue,  as  is  shown 
on  the  statement  appended.  Many  enquiries  are  received  which 
do  not  result  in  formal  applications.  Standard  grants  have  not 
been  as  sought  after  as  forecast.  The  extra  cost  of  providing 
septic  tank  drainage  does  not  make  these  grants  as  popular 
in  the  rural  areas  as  in  the  towns,  where  main  drainage  is 
generally  available.  In  most  cases  discretionary  grants  are 
preferred  for  which  all  drainage  works  and  also  professional 
iees  are  permitted. 

IMPROVEMENT  GRANTS:  HOUSE  PURCHASE  & HOUSING  ACT, 
1959.  HOUSING  (FINANCIAL  PROVISIONS)  ACT,  1958. 


Discretionary  Grants: 

Applications  considered  from  7/3/50 — 31/12/60  ...  233 

Applications  not  proceeded  with  during  the  aDove 

period 44 

Number  of  applications  proceeded  with  for  above 
period 189 

Applications  considered  during  the  current  year  ...  25 

Number  of  a/b  not  proceeded  with  by  reason  of : — 

U)  Reiusal  of  Exchequer  assistance  by  Ministry  1 
(ii)  Grant  decision  withheld  pending  availability 

of  mains  water  supply  2 

— 3 

Current  year’s  applications  proceeded  with  22 

— 22 

Total  number  of  grant-aided  schemes  proceeded 

with  since  inception  of  the  Act  (Discretionary  

Grants  only)  211 

Total  value  of  grant-aid  in  respect  of  schemes  pro- 
ceeded with  £49,868  0 0 

Value  of  grant-aided  schemes  during  current  year  £5,939  17  6 
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Value  of  uncompleted  schemes  at  close  of  current 

year  (work  in  progress)  £8,249  15  0 

Number  of  visits  in  connection  with  applications  308 

Number  of  meetings  of  Improvement  Grants  Com- 
mittee   5 

NuniDer  of  grants  repaid  during  the  current  year... 

Standard  Grants: 

Grant-aided  schemes  up  to  31/12/60  9 

Applications  approved  during  current  year 5 

Number  of  schemes  proceeded  with  since  the  in- 
ception of  the  Act  14 

Total  value  of  Maximum  Grant  permitted  in  res- 
pect of  the  above  schemes £1,250  0 0 

Amount  of  grant  actually  paid  (at  close  of  current 
year) £1,095  0 0 


Value  of  work  in  progress  at  the  close  of  the  cur- 
rent year £155  0 0 


HOUSING  CONDITIONS  GENERALLY. 

HOUSING  IN  CLEARANCE  AREAS  AND  UNFIT  HOUSES 

ELSEWHERE. 

1. — Inspection  of  Dwelling  Houses  during  the  year: 

(1)  Houses  demolished  as  a result  of  formal  or  informal 
procedure  under  Sec.  16  Housing  Act,  1957  1 


2. — Unfit  Houses  closed: 

(1)  Under  Sec.  II.  Housing  Act,  1936,  and  Secs.  10  (1) 
and  11  (2)  Local  Government  (Misc.  Prov.)  Act,  1953, 


and  Sec.  16  (4)  Housing  Act,  1957  3 

3. — Unfit  Houses  made  fit  and  Houses  in  which 
defects  remedied: 

(1)  After  informal  act  on  by  Local  Authority  30 

(2)  After  formal  action : — 

(a)  Public  Health  Act — 

(b)  Housing  Act  1 


(3)  Under  Sec.  5 Housing  Repairs  and  Rents  Act,  1954, 
and  Sec.  24  Housing  Act,  1957  ...  


4. — Unfit  Houses  in  temporary  use: 

(1)  Housing  Act,  1957,  Sec.  34  or  53 

(2)  Sec.  17  (2) 


RENT  ACT,  1957. 

No  Certificates  of  Disrepair  were  issued  during  the  year. 
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INSPECTION  OF  FACTORIES. 
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